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W. James Wagoner, Air Pollution Control Officer 

W. James Wagoner, Air Pollution Control Officer 

Report on District Activities Related to Camp Fire Recovery. 


ISSUE: 


The Air Pollution Control Officer and staff from the Debris Removal Operation Center (DROC) will brief the Board 
regarding air quality-related activities in response to the Camp Fire recovery efforts. 

ACTION REQUESTED: 


None. This item is provided for information and discussion. 

DISCUSSION: 


During the last month, District staff have been involved with the following activities related to the Camp Fire recovery 
efforts: 

• Provided an air quality update at the April 9 th meeting of the Town of Paradise Town Council; 

• Worked with CalOES on their air quality press release: http://www.oesnews.com/camp-fire-debris-removal- 
operation-emphasizes-monitorinq-of-air-quality/; 

• Continued to work with staff from the Debris Removal Operations Center (DROC) regarding the community air 
monitoring requirements of the DROP and provided comments as appropriate; 

• Sited a portable particulate monitor at the Neal Road Sanitary Landfill; 

• Assisted the DROC with outreach to local facilities for potential air monitor placement; 

• Fielded calls from the public regarding air quality concerns. 


cc: Shelley DuTeaux, DROC 


629 Entler Avenue, Suite 15 + Chico, CA 95928 


Agenda Item 7 










